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Abstract 



The nematode C. elegans has emerged as an important model for the study of conserved genetic pathways regulating fat metabolism as 
it relates to human obesity and its associated pathologies. Several previous methodologies developed for the visualization of C. elegans 
triglyceride-rich fat stores have proven to be erroneous, highlighting cellular compartments other than lipid droplets. Other methods require 
specialized equipment, are time-consuming, or yield inconsistent results. We introduce a rapid, reproducible, fixative-based Nile red staining 
method for the accurate and rapid detection of neutral lipid droplets in C. elegans. A short fixation step in 40% isopropanol makes animals 
completely permeable to Nile red, which is then used to stain animals. Spectral properties of this lipophilic dye allow it to strongly and selectively 
fluoresce in the yellow-green spectrum only when in a lipid-rich environment, but not in more polar environments. Thus, lipid droplets can be 
visualized on a fluorescent microscope equipped with simple GFP imaging capability after only a brief Nile red staining step in isopropanol. The 
speed, affordability, and reproducibility of this protocol make it ideally suited for high throughput screens. We also demonstrate a paired method 
for the biochemical determination of triglycerides and phospholipids using gas chromatography mass-spectrometry. This more rigorous protocol 
should be used as confirmation of results obtained from the Nile red microscopic lipid determination. We anticipate that these techniques will 
become new standards in the field of C. elegans metabolic research. 



Video Link 



The video component of this article can be found at http://www.jove.com/video/50180/ 



Introduction 



Conservation of metabolic pathways between humans and the nematode Caenorhabditis elegans makes it a powerful model organism for the 
study of obesity. While C. elegans do not have adipocytes dedicated to fat storage like in mammals, they do store triglycerides in lipid droplets 1 
and possess many of the same regulators of fat storage and energy use 2,3 . To assay for fat levels in C. elegans, several methods have been 
proposed with varying levels of ease and success. The once common use of fluorescent, vital dyes 4 " 7 was recently called into question, and 
these reagents proved to be staining a compartment distinct from the main fat storage depot of C. elegans 1 ' 8 ' 11 . Fixative-based non-fluorescent 
dyes, such as Sudan black and Oil-red-O, while successful at highlighting lipid droplets in the worm 12 " 14 , do not have as large a dynamic range 
for quantitation as fluorescent dyes 8,13 ' 15 . Furthermore, current methods of fixation for both fluorescent and non-fluorescent dyes are time- 
consuming and involve multiple freeze-thaw steps and/or the use of toxic chemicals 1,9,10 . The use of specific BODIPY-labeled lipid analogs 
has been reported to highlight lipid droplets when fed to living worms with short-term labeling 15 . However this relies on uptake of the dye and 
is therefore biased by C. elegans handling and metabolism of BODIPY fatty acid analogs. An established alternative to lipid-staining dyes is 
label-free, coherent anti-Stokes Raman scattering (CARS) or stimulated Raman scattering (SRS) microscopy, which take advantage of the 
characteristic vibrational properties of lipid molecules to visualize fat stores 10,16,17 . However, expensive specialized equipment is necessary for 
this method, and throughput is low at best. 

To fulfill a need for rapid, scalable analysis of neutral lipid stores in C. elegans metabolic research, we introduce a novel, highly reproducible 
method of fixative-based Nile red lipid staining. Spectral and physicochemical properties of the lipophilic dye Nile red induce a yellow-gold- 
spectral shift in its excitation-emission peak, allowing it to fluoresce in the green emission spectrum only when in a lipid-rich environment, but 
not in more polar environments 18,19 . Thus lipid droplets can be detected after simple staining by the use of a green fluorescent protein (GFP) 
filter set for fluorescence microscopy. The ease and affordability of this technique make it ideally suited for high throughput screens. We also 
demonstrate a paired, rigorous method for biochemical determination of triglycerides and phospholipids using solid phase extraction and gas 
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chromatography-mass spectrometry. Biochemical lipid measurement correlates with Nile red-based microscopic determination of C. elegans fat 
mass, and should be used as a confirmation of findings made with microscopic lipid determination. 



Protocol 



1. Preparation of Rectangular Amp/Tet (A/T) LB Agar Plates and NGM IPTG RNAi Plates 

A/T plates should be prepared 1-4 weeks prior to use and stored in the dark at 4 °C. 

1 . For 1 L of media add 1 L deionized water, 32 g LB agar, 1 .5 ml 2 M NaOH, and 2 g Bacto agar. Autoclave 40 min on liquid cycle. After cooling 
to 60 °C, add 3 ml tetracycline and 0.5 ml ampicillin. Pour 45 ml of media into each plate. 

Prepare 96-well RNAi plates 3 days up to 2 weeks in advance. 

2. To pour 25 96-well RNAi plates, prepare 1 L of nematode growth media (NGM): 1 L deionized water, 3 g NaCI, 17 g agarose, and 2.5 g 
bactopeptone. Autoclave liquid cycle at 121 °C for 40 min with a stir bar. Let cool, stirring on a hot plate set to 60 °C. 

3. When cool to 60 °C, add the following stock solutions: 1 ml 1 M MgS0 4 , 1 ml 5 mg/ml cholesterol, 25 ml 1 M KH 2 P0 4 (pH 6.0), 1 ml 1 M 
CaCI 2 , 1 ml 200 mg/ml carbenicillin, and 5 ml 1 M IPTG (see Materials table for recipes). 

4. Dispense 150 pi of RNAi media into each well of a flat-bottomed 96-well plate using an electronic multichannel pipettor. Avoid air bubbles. 
Keep media in a sterile stainless steel receptacle immersed in a 60 °C water bath while dispensing. 

5. Keep RNAi plates level until agarose solidifies. Plates can be poured up to 2 weeks in advance and stored at 4 °C. 

Day 1 

2. Stamp Frozen Library Plates onto Rectangular Amp/Tet (A/T) LB Agar Plates 

1 . Warm A/T plates to room temperature, keeping them in the dark. 

2. Transfer 96-well RNAi library plates from -80 °C to dry ice. Open the aluminum-sealed plate near a Bunsen burner. 

3. Sterilize a 96-pin replicator by immersing pins serially (10 sec each) in 10% bleach, deionized H 2 0, and 70% EtOH followed by passing pins 
through a flame. Repeat EtOH and flame step. 

4. Apply replicator to frozen 96-well RNAi glycerol stock, making sure each pin contacts the surface of each well. 

5. Stamp onto A/T plate, drawing a small circle with each pin without damaging agar surface. 

6. Re-seal and return library plates to -80 °C. Incubate stamped A/T plates at 37 °C overnight for bacterial growth. 

Day 2 

3. Grow RNAi Bacterial Clones Overnight in Deep-well Blocks 

1 . Remove A/T plates from 37 °C and confirm bacterial growth. 

2. Fill each well of a 96-well deep-well block with 1 .5 ml of LB with 200 pg/ml carbenicillin. 

3. Sterilize 96-pin replicator (see step 2.3). 

4. Apply replicator to the top of the A/T plate, making sure pins make contact with each bacterial RNAi clone. Lift replicator and immerse pins 
into the deep-well block. Swirl, and slowly remove, making certain not to contaminate adjacent wells. 

5. Seal block with breathe-easy film. Incubate overnight at 37 °C with agitation (950 rpm in MT Infors Microtiteron II shaker, preferred, or 250 
rpm in a 25 mm-throw shaking incubator). 

Day 3 

4. Seed RNAi Bacterial Clones onto 96-well NGM RNAi Plates 

1 . Remove 96-well RNAi plates from 4 °C and warm to room temperature. 

2. Remove deep-well blocks and centrifuge 10 min at 4,000 x g. 

3. Rapidly invert blocks into sink to drain media, and stamp inverted onto paper towel to eliminate excess media. 

4. Under a laminar flow hood, add 40 pi of LB with 200 pg/ml carbenicillin to each well and seal with sterile film. 

5. Return blocks to room temperature bacterial shaker for 10 min to resuspend pellets, or manually resuspend pellets by careful pipetting. 

6. In the laminar flow hood, remove sterile film and transfer bacteria from deep-well blocks onto 96-well RNAi plates. Add 40 pi of resuspended 
bacteria to rows 'A' and 'H', and 35 pi from all other rows. More liquid is added to edge wells of the 96-well RNAi plate to prevent overdrying 
and cracking of the agarose. 

7. Leave plates uncovered to dry in hood for 4-6 hr, inspecting regularly for dryness. Dry bacteria appear clear, not cloudy. Cover, invert plates 
and incubate at room temperature overnight. 

5. Prepare a Synchronous Population of Worms 

Two 10 cm plates filled with many gravid worms are used for egg preparation for every 6 96-well RNAi plates. Be sure worms are non-starved for 
at least two generations (7 days). 
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'■ Prepare a synchronous population of L1 as previously described . For 20 ml of bleach solution, use 4 ml bleach, 1 ml NaOH (10 M), 5 ml 

deionized H 2 0, and 10 ml M9 buffer. 
2. Synchronize worms overnight in 10 ml M9 in a 15 ml sterile polypropylene tube with rotation at 20 °C. 

Day 4 

6. Add Worms to RNAi Plates 

1 . Centrifuge egg preps at 3,000 x g for 1 min. Aspirate supernatant, staying away from the pellet of L1 hatchlings. Resuspend in 5 ml M9 buffer 
with 0.0005% Triton X-100. Addition of the small amount of detergent prevents worms from sticking to the pipette and has no effect on fat 
staining. 

2. Count worms under a microscope. If necessary, adjust concentration to 10-15 worms per microliter. 

3. In the laminar flow hood, for each 96-well plate to be seeded, add 75 pi of resuspended worms into each well of one row of a shallow-well 
assay block. Using a manual multichannel pipette, add 50-75 worms in 5 pi into each well of the 96-well RNAi plates. 

4. Allow plates to dry in the hood for 30 to 60 min. When dry, under a microscope, worms should appear to be crawling, not thrashing. 

5. Grow worms on RNAi plates at 20 °C for -64 hr. 

Day 7 

7. Fix and Stain Worms in Nile Red 

1 . Remove RNAi plates from incubator. Examine under microscope and record starved or thrashing (wet) wells to exclude from further analysis, 
as these conditions affect fat mass. 

2. Using an electronic repeat pipettor, add 150 pi PBS with 0.01% triton X-100 to each well of an RNAi plate. With a manual multi-channel 
pipettor, mix and transfer liquid with worms to the corresponding row in a 96-deep-well PCR plate. Avoid disrupting the agar. Repeat for a 
total of 300 pi worms in PBS per well. 

3. When four plates have been transferred, centrifuge plates at 500 rpm for 1 min. 

4. Aspirate supernatant using a 96-pin vacuum aspirator, leaving -25 pi liquid and worm pellet at the bottom of the well. 

5. Add 1 50 pi of 40% isopropanol to each well to fix animals. Make certain that pipettor is on a high enough speed to mix worm pellet with 40% 
isopropanol. Incubate at room temperature for 3 min. 

6. Centrifuge plates uncovered at 500 rpm for 1 min. 

7. Aspirate supernatant using a 96-pin aspirator or manually, leaving only 25 pi 40% isopropanol + worm pellet at the bottom of the well. 

8. To each well, add 150 pi of Nile red staining solution prepared immediately before use: 6 pi Nile red stock solution of 0.5 mg/ml in acetone per 
1 ml of 40% isopropanol. 

9. Seal plate with non-sterile adhesive film and stain in the dark for at least 2 hr. 

8. Wash and Image Worms on a High-throughput Microscope 

1 . Centrifuge at 500 rpm for 1 min and aspirate all but 25 pi of Nile red dye. 

2. Add 150 pi of PBS with 0.01% triton X-100 to each well and store in the dark for at least 30 min. 

3. Centrifuge at 500 rpm for 1 min. 

4. Using a 12-channel pipettor, aspirate animals from the bottom of each well with 2 x 7 pi quick strokes and dispense onto a 96-well Teflon- 
printed glass slide. Carefully, without removing worms, remove 9.5 pi of PBS from each well of slide. If your glass slide does not fit directly in 
your microscope mount, a custom machined aluminum slide holder must be used to mount worms. 

5. Slowly lower cover slide onto 96-well slide. This step may take some practice to avoid bubbles or cross over of worms into other wells. 
Secure corners with adhesive tack. 

6. Image slide in bright field and fluorescence with a GFP/FITC filter set on an automated microscope. The lipid signal photobleaches easily so 
it should be imaged in a systematic way in all wells, not manually, as photobleaching will lead to artificial differences between wells. For more 
details on analysis, please see Representative Results and Discussion. 

9. Biochemical Lipid Determination Using Solid Phase Extraction (SPE) and Gas 
Chromatography-Mass Spectrometry (GC/MS) 

For validation of lipid levels based on Nile red fluorescence, gas chromatography followed by mass spectrometry analysis (GC/MS) can be 
performed on fatty acid methyl esters (FAME) derived from triacylglycerols (TAG) and phospholipids (PL) from worm pellets. Steps involving 
organics should be performed under a fume hood. Care should be taken that lipids are kept under nitrogen protected from light during extended 
storage or incubation steps as they are very vulnerable to oxidation. Worm pellets from 2,500-5,000 synchronous animals are used as input, 
prepared exactly as above except that animals are grown on 10 cm RNAi plates. 

1. Wash 2,500-5,000 worms from each 10 cm plate with 10 ml M9 buffer into a 15 ml conical polypropylene tube. Pellet worms at 500 x g for 
one minute, and wash pellet again with 10 ml M9 buffer. Pellet animals at 500 x g. Aspirate leaving 250 pi total volume, and either freeze on 
liquid nitrogen and store at -80 °C under nitrogen for later processing or proceed directly. 

2- The worm pellet may be taken directly to step 9.3 if triglyceride mass is to be normalized to phospholipid mass 8,13,21 . However, if the 

investigator desires normalization to protein content or DNA content, the worm pellet should be sonicated on the highest intensity in a bath 
sonicator for 1 0 min, 30 sec on, 30 sec off, at 4 °C. If protein or DNA normalization is desired, remove a 5 pi aliquot and determine total 
protein concentration using a Bradford reagent or similar or total DNA content after column purification using a UV spectrophotometer. 
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3. Add worms to 1 .5 ml 2:1 chloroform:methanol in a threaded borosilicate glass tube. All transfer of organic solvents should be done using 
glass pipettes. 

4. Using a wiretrol 50 pi pipette, add 25 nM phospholipid standard in 50 pi, and 16.7 nM triglyceride standard in 50 pi. Both standards should be 
dissolved in 2:1 chloroform:methanol, capped tightly, and stored under nitrogen protected from light in a -80 °C freezer to avoid oxidation. 

5. Cap with phenolic cap and vortex. Extract for 1 hr at RT, vortexing every 15 min. 

6. Centrifuge at 1 ,000 rpm for 5 min. Transfer lower organic phase without carcasses to a borosilicate culture tube. 

7. Add 0.3 ml 0.9% NaCI, vortex and centrifuge at 1 ,000 rpm for 5 min. 

8. Transfer bottom organic layer to a fresh borosilicate culture tube, making sure not to transfer over any of the aqueous phase. 

9. Dry organic phase under nitrogen. To begin solid phase extraction (SPE) resuspend dried lipid in 1 ml chloroform. Alternatively, for detailed 
separation and analysis of distinct lipid classes, including phospholipid classes, glycolipids, sphingolipids, diacylglycerols, triacylglycerols, 
free fatty acids, and cholesterol esters, thin layer chromatography as pioneered by the Watts lab in C. elegans 22 may be used in place of 
SPE. Lipids may also be separated by HPLC and fractions analyzed by GCMS . Sophisticated methods of whole-lipidome profiling by liquid- 
chromatography/MS (LCMS) can also be used 23 " 26 . 

10. Assemble silica SPE column on SPE manifold. Pre-equilibrate column with 3 ml chloroform. Allow solvent to flow by gravity. 

1 1 . Load lipid sample onto SPE column, collecting flow-through in a threaded borosilicate tube as part of the first fraction (TAG fraction). Most 
neutral lipids will come through in this first 1 ml flow-through. Add 3 ml chloroform to fully elute TAG fraction, collecting flow-through in the 
TAG fraction tube. 

12. Remove and cap the first collection tube, and replace with a clean collection tube. Elute glycosphingolipids with 5 ml of 9:1 acetone:methanol. 
We do not routinely analyze the fatty acid composition of this fraction, however, it may contain valuable information and can be saved for 
preparation of methyl esters and free sphingoid bases for further analysis utilizing specialized procedures distinct from those for TAG and PL 

as previously described 27 . 

13. Replace glycosphingolipid collection tube with a second threaded borosilicate collection tube. Elute phospholipids with 3 ml methanol (PL 
fraction). 

14. Fractions can be stored at -80 °C at this point capped tightly under nitrogen. Dry purified lipids under nitrogen. To speed drying, in a dry 
heating block at 33 °C. Never store lipids in dried form, as they are especially susceptible to oxidation in the dried state. 

15. Resuspend dried lipid fractions in 2 ml 2% H 2 S0 4 in methanol by vortexing and incubate capped tightly overnight in a 55 °C water bath to 
create FAMEs. Care must be taken to get absolutely no water in the FAME reaction as this will greatly inhibit derivatization of lipids. We have 
found more efficient derivatization by overnight incubation and the literature suggests less lipid oxidation occurs at lower temperatures during 
FAME preparation 28 . An alternate and more rapid method is to use 2 ml 2.5% H 2 S0 4 in methanol and derivatize for one hour at 70 or 80 

oq21 ,22,29 

16. The next morning, remove from bath, and allow to cool. Add 1 .5 ml H 2 0 (to quench the reaction) and then 0.3 ml hexane (to extract the 
FAMEs) to each TAG and PL fraction. Shake vigorously and centrifuge at 1 ,000 rpm for 5 min. 

17. Very carefully remove only top hexane layer using a standard pipette or Pasteur pipette. Dispense into autosampler tube. Make certain not to 
include any acidified methanol as this will destroy the GC column and MSD. 

18. Cap and load samples onto GC/MS. The sample is transferred in hexane to a micro-insert Agilent vial capped with a PTFE-silicone-PTFE 
screw cap. It is transferred to the Agilent GCMS model 6890/5973N outfitted with a Supelcowax-10 (24079) 30 meter, 250 micron fused silica 
capillary column. One microliter is injected into a splitless inlet set at 250 °C and 13.33 P.S.I. Ultrapure Helium is used a carrier gas. The 
protocol run is as follows at a constant 1 ml per min: 



Step 


Instruction 


Goal Temperature 


1 


Hold 2 min 


150 °C 


2 


Ramp 10 °C per min 


200 °C 


3 


Hold 4 min 


200 °C 


4 


Ramp 5 °C per min 


240 °C 


5 


Hold 3 min 


240 °C 


6 


Ramp 10 °C per min 


270 °C 


7 


Hold 5 min 


270 °C 



A 3 min solvent delay is used at the MSD to minimize wear on the filament. Thereafter, masses between 50 and 550 Daltons are detected with 
the MS quadruple set at 1 50 °C and the ms source set at 230 °C, with a thermal auxiliary temperature of 270 °C. 



Representative Results 



An example of an imaged plate that has been taken through the fat staining workflow is shown in Figure 1. Specific controls for high fat (daf-2 
insulin receptor RNAi), low fat {lpd-3 protein required for lipid storage granules in the gut RNAi), small and low fat (fasn-1 fatty acid synthase 
RNAi), and empty vector (control) show the variations in fluorescence intensity according to the fat levels of the animals, and the corresponding 
lipid amounts determined by GC/MS analysis (Figure 2). Note that gene inactivations leading to developmentally arrested, small animals will 
often appear to have much lower fat than adult control animals, irrespective of any connection to fat metabolism (Figure 3). Secondary analyses, 
including staining analysis and lipid biochemistry with SPE-GCMS of wild-type control animals of a similar developmental stage must be done to 
ensure the validity of small or developmentally arrested positive hits. In the case of fasn-1 RNAi (Figure 2), animals arrest in either the L2 or L3 
larval stage, and have fat staining lower than adult control RNAi, but similar in abundance to L2-L3 stage control RNAi animals (fat stain percent 
of adult control RNAi: 49.9 ± 4.5% for fasn-1 RNAi and 20.2 ± 2.1% for L2 control RNAi, and 64.7 ± 1 .3 for L3 control RNAi). Alternatively, 
biochemical analysis indicated a lower TAG/PL ratio than L2 stage matched N2 control animals (TAG/PL: 22.5 ± 2.9 for fasn-1 RNAi and 46.1 
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± 3.4 for stage-matched control RNAi, P < 0.05). Thus in this instance it can be confirmed by biochemical analysis that fasn-1 has a role in lipid 
storage rather than just a stage-specific reduction in fat mass. 

The follow-up analysis of imaged worms relies heavily on a computational platform such as Cell Profiler using the WormToolbox 30 . For smaller 
numbers of images, a publicly available image analysis platform such as ImageJ, freely available from the NIH, may be used. For our analysis, 
unique Matlab scripts were used first to identify the well, and subsequently to exclude empty wells or those with bubbles, and distinguish 
small debris from worms. Manual quality control was necessary for images flagged for exclusion for the reasons mentioned above. We found 
empirically that 90th percentile intensity of worm pixels across a well, normalized to worm area across a well, provided consistent metric of 
staining intensity at all stages of worm development (Figure 3). Integrating total fat mass over the area of the worm, on the contrary, would 
tend to score small bright worms equivalently with large dim worms. Because our method does not integrate total fluorescent signal over the 
area of the worm, in taking an intensity percentile, changes in worm size per se do not bias the intensity measured. Instead, differences in 
the pixel intensity distribution are measured. However, in spite of this, pronounced differences are seen in staining pixel intensity distribution 
between animals of different developmental stages, so it is important to study the effect of RNAi to any gene against animals of a comparable 
developmental stage (Figure 3). Average variability between replicates is shown in Figure 4 indicating high reproducibility of the fat staining 
method. Note that the strength of the method is highly dependent on obtaining quality images for each plate, under uniform illumination 
conditions, using identical exposure times, and with minimal bubbles, debris, or crossover of worms into other wells. 

SPE was performed on pre-mixed, purified standards to determine the degree to which TAGs could be separated from PLs (Figure 5A). In 
this analysis, we achieved a 100% separation of TAG and PL, indicated as a complete absence of 17:0 fatty acids derived from PL in the TAG 
sample and a corresponding complete absence of 13:0 fatty acids derived from TAG in the PL sample (Figure 5A). Thus SPE is highly efficient 
at separating lipid classes. This analysis does not indicate that all TAGs of different chain lengths will be purified equivalently by SPE and 
detected by GCMS with similar efficiency. It only assures that TAG and PL lipids in total are completely separated from each other. 

A sample GC-MS trace of N2 wild type animals taken through solid phase extraction and FAME preparation is shown in Figure 5B. For both 
TAG and PL, peaks can be identified based upon retention time and parent and daughter ions on the mass spectrum, and the total area under 
the identified peaks normalized to the area of the respective internal standards. To determine the normalized amount of TAG, the area under 
all peaks of the TAG chromatogram, except the 13:0 standard, were added together and divided by the area under the 13:0 peak. Likewise, to 
determine the normalized total PL amount, the area under all peaks, except the 17:0 standard, were added together and divided by the area 
under the 1 7:0 peak. The normalized values for the TAG and PL samples are then used to calculate the final TAG/PL ratio for the sample: 

SArea(TAG All Peaks except 13:0) 

TA/~-DI Draf'/-\ — Area(13:0) 
I Alj.r'L KaT.10 - SArea ( PL AU p ea k s eX cept n-.oT 

Area(PL 17:0) 

It should be noted that the data from SPE-GCMS permit a much more sophisticated analysis of fatty acids present in each lipid fraction than 
simple calculation of the total TAG to PL ratio. For example, the investigator can integrate a single peak corresponding to a single fatty acid and 
compare its normalized abundance across samples (e.g. comparing in N2 wild-type versus daf-2 RNAi the integrated area of the 18:0 peak 
divided by the 13:0 standard peak, normalized to total PL mass divided by PL 17:0 standard peak area): 

Relative Area(N2 TAG 18:0) Area(daf-2 RNAi TAG 18:0) 

i Area(N2 TAG 13:0) / Area(daf-2 RNAi TAG 13:0) 

Abundance- ' 



EArea(N2 PL All Peaks except 17:0) / ZArea(daf-2 RNAi PL All Peaks except 17:0) 
18:0 Area(N2 PL 17:0) Area(daf-2 RNAi PL 17:0) 

Should the investigator choose, it would also be possible to determine the percentage of any given fatty acid in the TAG or PL fractions as a 
percentage of the total amount of fatty acid quantitated (as an example 18:0 in the TAG fraction in N2 worms): 

„ Area(N2 TAG 18:0) „ _ _ 

Percent Abundance 18:0 = ; * 100 

£Area(N2 TAG All Peaks except 13:0) 
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Figure 1. Typical workflow for the overall experiment. Day 1 , frozen RNAi library plates are stamped onto Amp/Tet LB agar plates and 
incubated at 37 °C. Day 2, Amp/Tet plates are used to seed liquid cultures of RNAi clones in deep well blocks. Day 3, bacteria are concentrated 
by centrifugation and transferred to 96-well RNAi plates. Day 4, L1 hatchling C. elegans are added to RNAi plates in liquid and allowed to dry. 
Day 7, animals are collected in liquid, stained with Nile red in 40% isopropanol, mounted on 96-well Teflon slides, and imaged with a high- 
throughput microscope. 
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Figure 2. Fixative-based Nile red stains major C. elegans fat stores. Representative bright field and GFP fluorescence images are shown 
of N2 worms fed on fasn-1 (small, low fat), lpd-3 (low fat), control (empty vector), or daf-2 (high fat) RNAi clones. Samples were processed 
as per the protocol (schematic in Figure 1). Animals fixed, stained in Nile red, and imaged result in comparable lipid levels as obtained from 
biochemical lipid measurement. Isopropanol-fixed Nile red fluorescence levels, acquired from at least 6 biological replicates, are shown in the 
first row. Quantitative triglyceride levels, reflective of overall neutral lipid stores when normalized to overall phospholipid levels (TAG/PL), taken 
from 4 biological replicates, are shown in the second row. It is important to note that the absolute quantitation achieved from fixative Nile red 
staining and biochemical lipid determination often do not match perfectly. In this instance, though qualitatively similar, fasn-1(RNA\) has more 
different triglyceride mass vs. control by biochemical methods than indicated by microscopy, lpd-3 is comparably different, and daf-2(RNAi) is 
less different, though all differences are highly statistically significant and measurements were highly reproducible. Data shown are mean ± SEM 
(*, P <0.01 ; **, P < 0.0001 relative to control, determined by unpaired, two-tailed T-test assuming equal variance). 
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Figure 3. Fat mass determined by fixation Nile red staining at different larval stages. Animals were grown on OP50 bacteria and collected 
at the L1 , L2, L3, L4 and gravid adult developmental stages. Images were captured following fixation staining and analyzed using a customized 
Matlab script to determine the 90 th percentile of pixel intensity over the identified worm area. Note that the lipid levels of animals greatly increase 
as the animal develops from L2 to L4 stage, and then decrease slightly as the animal begins to divert calories toward the proliferation of the 
germline in the adult stage. Data shown are mean ± SEM for 6-8 replicates (**, P < 0.0001 relative to gravid adult, determined by unpaired, two- 
tailed T-test). 
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Figure 4. High reproducibility across independent biological replicates. Shown is a scatter plot of Nile red fluorescence intensities across 
biological replicates (n = 6-8). For each replicate, all values are normalized to the mean intensity of the empty vector controls. Data shown are 
mean ± SEM (**, P< 0.0001 relative to control, determined by unpaired, two-tailed T-test assuming equal variance). 



PL Std B 




Figure 5. GC-MS chromatograms of SPE separated standards and wild type TAG and PL abundance. (A) GC-MS traces are shown of 
the SPE separation of TAG and PL standards. Note the complete absence of 13:0 fatty acid in the PL trace and the corresponding absence of 
the 17:0 fatty acid in the TAG trace, indicating complete separation of TAG (tritridecanoin) from PL (1,2-diheptadecanoyl-sn-glycero-3-phospho- 
(1'-rac-glycerol)). (B) A representative full spectrum of TAG and PL from a sample of N2 wild type animals fed vector control RNAi (HT115 
bacteria with L4440 empty vector RNAi). One microliter of sample was injected into an Agilent 6890/5973N GCMS according to the protocol, and 
individual peaks were identified by retention time and their respective mass spectra. Abbreviations: cyclo, cyclopropane fatty acid; iso: iso-methyl 
branched chain fatty acid; GLA, gamma linolenic acid; ALA, alpha linolenic acid; DGLA, dihomo gamma linolenic acid; EPA, eicosapentaenoic 
acid. Click here to view larger figure. 



Discussion 



The presented protocol allows for rapid, large scale screening of lipid levels in C. elegans, which can be easily adapted to high throughput 
screens. Unlike previously used methods, which involve a lengthy fixation step in paraformaldehyde followed by several freeze-thaw cycles 8,10 
, our protocol requires a simple 3-min fixation in isopropanol. We have found that by staining C. elegans in 40% isopropanol, they become 
freely permeable to Nile red, without the use of additional freeze-thaw or fixation steps. Also, as Nile red selectively fluoresces in hydrophobic 
compartments in the green spectrum 18,19,31 , no destaining is necessary. In total, animals can be taken from RNAi plates to stained and ready 
to image animals in just over 2.5 hr. This method can be performed relatively inexpensively and with high reproducibility. The method does not 
depend upon the ability of C. elegans to uptake or concentrate the dye, and therefore does not have the same limitations as feeding based 
methods using vital dyes. Given reproducibility and precision of measurements, the method is suitable for screening large numbers of gene 
inactivations by RNAi. If quantitation of lipid levels is desired based upon fixative Nile red staining, we recommend the use of 4-6 biological 
replicates with the appropriate controls and statistical testing applied. 

It is likely that many gene inactivations leading to small animals (due to RNAi clones causing delayed or arrested development) would come 
out of a screen for fat regulators, regardless of any connection to fat metabolism. While the image analysis program we utilized accounts 
for worms of different sizes by normalizing the fluorescence intensity to the worm area, individual researchers may also want to consider 
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comparing the fat staining levels of small animals to wild type animals of a similar developmental stage. In the case of small or developmentally 
arrested animals with apparent low fat mass, we suggest that no single modality is sufficient to demonstrate altered lipid metabolism. Several 
follow-up experiments, including SPE-GCMS, could be required to ascertain the lipid-regulatory function of these genes. For known metabolic 
regulator fasn-1, SPE-GCMS analysis compared to developmentally matched N2 L2 control animals was necessary to confirm the apparent 
low fat phenotype found when compared to adult control animals. While Nile red fat staining indicated lower fat levels relative to control adult 
RNAi, when compared to stage-matched L2 control RNAi animals, no apparent difference was seen. Accordingly, use of a second method, 
i.e. biochemical quantification of the TAG/PL ratio was necessary to determine that fasn-1 is a true regulator of fat mass, as fasn-1 RNAi is 
biochemically distinguishable from stage-matched L2 control RNAi animals. 

While we present imaging and processing for a high-throughput platform, a conventional upright microscope can easily be used to capture 
images from worms mounted on agarose pads 20 or on conventional sized Teflon-printed 8 to 12 well microscope slides. The only limitation is that 
as the green fluorescence of lipid droplets stained with Nile red photobleaches quickly, systematic, uniform exposure conditions need to be used 
to ensure comparability between images. We find that a fully automated microscope with uniform image acquisition conditions works best to this 
effect. 

One of the great strengths of this protocol is that after images are collected they may be saved for future re-analysis. The same images could 
be used to determine body size in addition to fat content. Moreover, as computational programs become more advanced, there is the prospect 
for single worm analysis, generating statistically significant results from a single well. Thus our method that utilizes high-throughput microscopy 

32 33 

has some advantages over published screen methodologies that use a Copas Biosort to quantify fluorescent signals ' . However, the 
methodologies are definitely complimentary. 

Precise, biochemical determination of lipid content by SPE and GC/MS confirms the Nile red staining of the major fat stores in C. elegans. 
Although the absolute quantitation achieved from fixative Nile red staining and biochemical lipid determination often do not match perfectly, both 
methods produce highly reproducible, statistically significant results that agree qualitatively. In addition, this method can be tailored to meet 
the specific needs of individual researchers who may require further analysis of the separate classes of glycosphingolipids, phospholipids, or 
triglycerides present in various samples. It should be noted that other groups have used technology other than SPE to separate lipid classes 
prior to GC/MS 22 . Thin layer chromatography (TLC) and high pressure liquid chromatography (HPLC) has advantages over SPE in that they 
might be able to better separate distinct neutral lipids (e.g. TAG, diacylglycerols, free fatty acids, and cholesterol esters) from polar lipids 
(phosphatidylcholine, phosphatidylethanolamine) and glycol-sphingolipids. We choose SPE because it requires a minimum of starting material 
(2,500-5,000 worms), it emphasizes the major long-term energy stores, TAGs, which make up most of the neutral lipid fraction 4 , and is rapid, 
requiring no specialized equipment or plates. It should be emphasized that based upon standard mixtures, SPE completely separates TAGs from 
PLs, and is highly reproducible and reliable (see Figure 5A). While quantitation and analysis of fatty acid methyl esters requires a GC/MS, this 
equipment is commonly available, and if not locally, samples may be generated as above and stored at -80 °C under nitrogen until analysis by a 
collaborator or commercial GC/MS service is arranged. 

The GCMS output contains high-resolution data on each fatty acid within each lipid species. This permits the determination of detailed 
differences between samples compared. As an example, the investigator could determine whether the levels of certain fatty acids were altered 
in abundance more significantly than others in daf-2, lpd-3 or fasn-1 RNAi versus vector control. This enormously powerful tool can therefore 
provide detailed information on which lipid species are altered in abundance with any experimental manipulation. 

For our analysis, we most often normalize TAG mass to PL mass. While protein or DNA could also be used to normalize lipid mass following 
determination from an aliquot of sonicated worm pellet, we find that these methods are subject to introduced human error during all pipetting 
steps and in sample recovery from each extraction. It is for this reason that we chose to instead use PL mass as our normalization factor. 
Unnatural standards introduced at the start of the protocol (tritridecanoin for TAG, 1 ,2-diheptadecanoyl-sn-glycero-3-phospho-(1 '-rac-glycerol) 
for PL) are carried through all steps of the solid phase extraction and FAME preparation, and guarantee quantitative and representative recovery 
of both TAG and PL fractions. The same guarantee cannot be made if investigators use protein or DNA to normalize TAG mass. We believe PL 
to be the most robust gauge by which to compare TAG levels across samples, as it has been previously shown that PL is only minutely altered 
by the same stimulus effecting large mass shifts in TAG levels, e.g. extended starvation or increased exercise 34 " 36 . PL are thought to play a 
structural role, ensuring membrane fluidity and cellular integrity and signaling roles rather than as energy storage 37 " 39 . In our hands, the TAG/ 
PL ratio most closely matches what is obtained by fixative-based lipid staining with Nile red, and agrees with that found by other groups 21 . An 

9 22 29 

alternative strategy is used by the Watts laboratory, where the percentage of lipid TAG is calculated versus total lipids ' 

The use of non-native types of TAG and PL standard ensures that no native fatty acids will be included in the normalization calculation. The 
choice of chain length is purely based upon the need of these standards to not interfere with the mass spectra of native fatty acids. We have 
found that fatty acids of 13:0 and 17:0 serve best to this purpose. It is possible, given the different chemical properties of shorter chain fatty 
acids, that our unnatural fatty acid standards might not be representative of recovery of all chain-length fatty acids or chains with different 
saturation indices. Thus it is possible that during SPE or GCMS we might see differences in the efficiency of purification or detection between 
lipids of different chain lengths. Based upon this and the different ionization of different fatty acids in the GCMS, it is not possible to make an 
absolute statement about the abundance of any given fatty acid. Therefore, we only compare between samples within a single experiment 
abundances of any given fatty acid. If one wanted to absolutely quantitate a fatty acid, one manner this could be achieved would be to run a 
sample prepared as above spiked with a known amount of a stably isotopically labeled 13 C version of that or similar fatty acid, so that it could be 
distinguished based upon mass of the parent ion in the MSD, for example. Given that we are only comparing relative amounts of lipid classes 
or any given fatty acid, our 13:0 TAG and 17:0 PL standards serve this purpose adequately, at a minimum of cost, to assure adequate and 
representative recovery of each lipid class. 

Until this point, there has been a lack of consensus as to the interpretation of certain results obtained by various methodologies, and to what 
the prevailing methodologies should be. Overall it should be noted that no one method in isolation is ideally suited to study fat metabolism in C. 
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elegans. However, by using multiple screening and validation modalities, one can achieve confidence in data obtained on lipid regulatory genes. 
Thus, we intend for our protocol to serve as a benchmark for future work in the field of C. elegans fat research. 
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